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Patented, proven technology now 
lets you protect valuable 
information on your IBM PC and 
XT fixed disks quickly and 
inexpensively. The Corvus MIRROR 
offers backup from the IBM fixed 
disk to video tape that's reliable, 
convenient and secure. 

The MIRROR safeguards all your 
important transactions and 
records— sales figures, inventories, 
key accounts, payroll records, tax 
returns— virtually every fact that's 
critical to your company's daily 
operations. 



The MIRROR is simply great 
insurance. For S495 you can buy 
the MIRROR and peace of mind. 

The MIRROR lets you back up and 
restore up to 9 1 megabytes of 
valuable business information on 
a single two-hour video tape 
cartridge That" s enough infonnation 
to fill nine lO-megabyte IBM drives. 

The MIRROR is simple to install 
and use. The MIRROR card plugs 
directly into a peripheral slot on 
your IBM PC or XT A standard 
audio/ video patch cord connects 
the card to a low-cost video cassette 
recorder either in the VHS or beta 
format At a push of a button, you 
back up information on video 



Patented 
Backup 
for Your 
IBM Disk 



cassette tape or restore information 
to your disk. Convenient removable 
cassettes even let you store your 
backup information in a safe place. 

Best of all, MIRROR has proven 
reliability. More than 10,000 
micromputer owners now enjoy 
the security that the MIRROR 
provides. 

The MIRROR: Patented, low-cost 
technology you can rely on. 



Corvus Systems, Inc. 

2029 O'Toole Avenue 
San Jose, CA 951 31 
408/946-7700 
Telex 278976 
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MIRROR SPECIFICATIONS 



DATA STORAGE CAPACITY 




30-niinute VHS 


18 megabytes 


60-niinute VHS 


16 megabytes 


90-minute VHS 


S5 megabytes 


120-mlnute VHS 


73 megabytes 


180-minute VHS 


91 megabytes 




DATA TRANSFER RATE 




Transfer rate 


12.000 bytes per second 


Backup time 


10 megabytes in 15 minutes 




PHYSICAL DIMENSIONS 




Fits Into standard PC or XT expansion slot 




ENVIRONMENTAL SPECIFICATIONS 




Temperature 


(F/O 


Operating 


~50F to +I20F/ +IOC to +>0C 


Non -operating 


-^OF to +140F/ -40C to +60C 


Variation 


±18/10 per hour 


Relative Humidity 


(Non-condensing 


Operating 


20% to 80% 


Non-operating 


10% to 90% 


Altitude 


(feet/meters) 


Operating 


-1.000 to +10.000 / -i05 to 3.0%0 



VIDEO CONNECTIONS 



RCA phono jacks 



VIDEO FORMAT 



NTSC, SECAM or PAL non-interlaced 



i-volt peak to peak 



75-OhTn termination 



POWER REQUIREMENTS 



Voltage 



50- or 60-Hz versions available 



Consumption 4 watts (max}. Supplied fiom the PC/XT power supply 



COMPATIBLE VCR' S 



The Corvtjs MIRROR is compatible with a number of popular 
video cassette recorders. Check with your dealer for current 
compatible models. 



Corvus Systems, S.A- 

58 Rue de Moillebeau, CH-1209 Geneva 

Phone: 41 <22> 344350 Telex: 27432 CS CH 

In Canada: 

Phone (416) 624-4889 



Corvus reserves the right to change specifications without notice oi obligation, 
IBM' is a registered trademaik and IBM PC and XT' are trademarks oflBM Corp. 
MIRROR* is a registered trademark of Corvus Systems, [rtc, tJ.S. Patent 4.380,047. 
RCA" is a registered trademark of RCA Corp. 



